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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 OES-06 CIAE-00 INR-07 NSAE-00 

/033 W 

031672 

R 211528Z APR 76 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8246 
AMCONSUL FRANKFURT 

UNCLAS SECTION 01 OF 02 BONN 06685 

E.O. 11652: N/A 
TAGS: BBSR, GW 

SUB J : LIST OF LEADING GERMAN SCIENTISTS OR INSTRUMENT 
USERS 

REF: USDOC WASHDC 06368 

1 . FOLLOWING EIGHTEEN INDIVIDUALS ARE SENIOR SCIENCE 
ADMINISTRATORS IN FEDERAL MINISTRIES AND DFG IN BONN. 
ALL WOULD BE APPROPRIATE GUESTS AT SAMA RECEPTION: 

A. BUNDESMINISTERIUM FUER FORSCHUNG UND TECHNOLOGIE 

MINISTERIALDIREKTOR DR. FRITZ-RUDOLF GUENTSCH 
(DATA PROCESSING) 

MINISTERIALDIRIGENT DR. WOLFGANG FINKE 
(SPACE AND TRANSPORTATION SYSTEMS) 

MINISTERIALRAT DR. WERNER MENDEN 
(INDUSTRIAL PRODUCTION) 

REGIERUNGSDIREKTOR DR. MARX 
(COMPUTER DEVELOPMENT) 

MINISTERIALDIRIGENT DR. WOLF-JUERGEN SCHMIDT-KUESTER 
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REGIERUNGSDIREKTOR DR. DAEUNERT 
(ADVANCED REACTOR SYSTEMS) 

DIPL ING. HEINZ SEIPEL 

(SAFETY AND TECHNOLOGY OF NUCLEAR INSTALLATIONS ) 

REGIERUNGSDIREKTOR DR. ALOYS ZIEGLER 
(NON-NUCLEAR ENERGY R&D) 

MINISTERIALDIRIGENT DR. HERMANN STRUB 
(SPACE R&D) 

B. BUNDESMINISTERIUM DES INNERN 

MINISTERIALDIREKTOR DIPL. ING. JOACHIM BERG 
(REACTOR SAFETY, RADIATION PROTECTION) 

MINISTERIALDIREKTOR DR. KOELBLE 
(ENVIRONMENTAL AFFAIRS) 

C. BUNDESMINISTERIUM FUER JUGEND, FAMILIE UND 
GESUNDHEIT 

MINISTERIALRAT DR. KREBS 

(MEDICAL AND HOSPITAL TECHNOLOGIES) 

D. DEUTSCHE FORSCHUNGSGEMEINSCHAFT (DFG) 
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AMCONSUL FRANKFURT 

UNCLAS SECTION 02 OF 02 BONN 06685 


DR. CLAUS MUELLER-DAEHN 
(RESEARCH DIRECTOR) 

DR. JUERGEN TOBOLSKI 
(ENGINEERING SCIENCES) 

DR. ALFRED KUELLMER 
(SCIENTIFIC APPARATUS) 

DR. ROLF GENGENBACH 
(SAME) 

DIPL.-ING. HERWART VON DER DECKEN 
(SAME) 

DR. JENS-EGON MOSCH 
(SAME) 

2. UNFORTUNATELY, IN VIEW DISTANCE FROM BONN TO 
FRANKFURT, WE ANTICIPATE RELATIVELY LOW ACCEPTANCE 
RATIO. SUGGEST THAT SAMA SEND THESE 18 INVITATIONS 
TO BONN FOR DISTRIBUTION BY EMBASSY WITH NOTE FROM 
COUNSELOR FOR SCIENTIFIC AND TECHNOLOGICAL AFFAIRS. 
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3. WE UNDERSTAND CONGEN FRANKFURT WILL RESPOND 
WITH LIST OF SCIENTISTS AND OTHER APPROPRIATE INVITEES 
LOCATED IN FRANKFURT AREA. 

HILLENBRAND 
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